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STATINTL 


MEMORANDUM FOR: Director of Logiotlee 


ATTENTION 

SUBirCT 

REFFRIKCF 


s Chief, Supply Division 

: j^rocrurcuaent and Issuance of Security 
. Containers 

; M color and urn for Director of Logistics 

tram Diroctor nfflecurity dated l? S/sy 196?, 
cubject: Procurement cad Issuance of 
Security Containers 


I. The purpose of thin memo randvotf' ic to elate the current 
Office of Security policy concerning the rrocvrrmerA of security 
contain cre, as lirt cct forth In the refer eared niemomncum* All 
of the security containers approved for procurement tr? cn ti c 
Federal Supply Schedule, You may note, h->v?cvcr, that th^rc arc 
other containers ca the Federal Supply C-cbecule of the e-amr class 
and confine ration wHch thin office docs not ar. prove. for nrocure- 
merrt. This die approval Is, based on a past record of poor quality 
control, poor or eoa&al stout service departments, as i:iadequ?.ie 
supply of ouarfe parts and difficulty cf maintenance outride of the 
Immediate Headquarters area. 

Security Containers Approved for °rocu remer-i • 


Manufacturer 

Class 

Con Cl p v ration 

DD hold 

t 

•* 

2. < and 5 drawer 

Mosler 

5 

his . "5 and /Ians 

Masler 

6** 

2, 4 and £ drawer 

Mosler 

6* 

M&.in tad flans 

Dlebold 

2 

2 and d drawer 


$Sar r? cut aru? Grecnleaf T-84O0 ecric-s combination lock nrrfcrred* 
Mceler ME- 3 02 combination lock acceptable. 
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2. Tha l oo us nee of security containers both overseas and 
domestically remains th© s&d;o as net forth in paragraph© 2 and 3 
of the referenced memo random. A* new classes of containers 
become available on the Federal Supply Schedule, this Office v/ill 
evaluate their suitability for /.gcncy use end update this memo* 
r cod am Accordingly. 


Howard J. Osborn 
Director of Security 


STAT 


Distribution: 

Orig b 1 - Addressee 
1 - D/S 
1 - DD/PTOS 
’ I - PSTB/Chrono 

J - PSTB/Reading 

OS:PhySD/PSTBj tide (23 June 71 




t ' ’* . - i ' - • 
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STATEMENT BY 


CIA, SAFE 


TECHNICIAN 


Sometime in September 1969, 
mately 130 Hillside Class VI fil ing cabinets 

h 1 1 r "XT’ "f” r~\ i r> ^ 1 i. L - * . ■» 


received approxi- STAT 
It is my responsi- 


subsequent *i ssue ‘ T** U " ltS bef ° ? * in KoSiE 

determined thar i Upon my inspecting a number of these units, I 

lo£ks Xrf J? ° them r re very shodd y in construction: 

.locks were loose, there were sharp edges on the drawers and 

covi? e ? a t t h UCtUreS A m P y Sharp edges on we ldments; and the metal 
cover latch scraped the latch hole and developed jagged metal 

burrs. It was also noted that these cabinets did not meef?he 

rSe^fa r^afif^- 3586 ?!f- s P e cifically, I took IxLJSion 
anvothf? 1 wa f,P° ss i bl e to secure the lock drawer with 

position d A?cn ^ PSn thre ® lnches or less from the fully closed 

stalled properly, anr^rdr^rmetarcover^were^^a^artillly 

^es C sL d rorth^L^. draKer b8 *“ US °^ in S cycL a p?L r JiJ ly 

rprn Since all 0 f the aforementioned problems were of major con- 

c! as apparent that I had to have help from the Office of 

Security, Technical Branch (0S/TB) . Mr I E e 01 ' 

of thfi n.S/TR 1-ncnootnJ 


0 0 A V4 1 W ± XJ J • If l X # I I 

of the OS/TB inspected some of the Class 1 VI cabinets at the depo t 

take^ack an a of a the°13f? USt -5 e ta S en by our A S e ncy to get GSA to 
raxe DacK all of the 130 units and return them to Hillside Metal 

ea?lv C l970 Or vI epair ’ Throu S h the remainder of 1969 and 

H?nP^ 70, c P US ? fforts were made to correct the problem with 

contracted 1970 X? Safemasters Company was 

! d b r H llside t0 correct deficiencies we had cited 
Safemasters Company only repaired and tried to correct those 
deficiencies that GSA instructed them to, and this left many 

Safemaste^ r r eCted ‘ r ft6r ins P ectin g the repairs made by the 
woSd sJ^d SnS; 1 " 0t satisfied that the cabinets 

Mf Bro™ oSil rn f 1 ? operating conditions and so informed 
at * CrvsTa i r^ 1 by ? ?* ro1 GSA representative through their Unit 
mLo P t 1 4 : Clty ln Ar lmgton, Va. I was told that the repairs 
• * Safemasters Company were all of the repairs that were 

going to be made, and that everyone else; D0D,^Navy , Army etc 

that ?hePwe?f W Cabin6tS CaS TOOdified )* I still insisted^ * 
tftat they were inferior m construction and would not meet our 

requirements. Furthermore, I learned it was pracUcalTy LpoL 

sible to procure any spare parts for these units. Since our 

Procurement Division told me that the Agency was going to accept 


STAT 


Approved For Release 2003/05/06 : CIA-RDP87-00558R0001 00040030-0 




Approved For Release 2003/05/06 : CIA-RDP87-00558R0001 00040030-0 


these units as is, I again turned to our OS/TB and they put 
me in touch with a Mr. Klekner, Physical Security Branch, 
Office of the Provost Marshall General, on April 1970, at the 
Pentagon to discuss these Hillside Class VI cabinets. On the 
morning of 8 April 1970, I received a phon e call from Chief, 
Materiel Facilities Branch. I I telling me that 

"forget the meeting at the Pentagon with DOD, it had been 
cancelled." 
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STAT 


by SrJ 3115 t0 Clarlfv cg p ;, in statements (Attachment 3) 


mad e by Mr. 


E 


V 

„ t .. b—=: f tiXQ undersigned contacted 

Z Sf°hf.°S^2S!: (HW U ' 78 - T,le foIlo, ' in S repre- 


Mr. 

sents a recap of his comments. 

(a) Original. Statement 


A " Since our Procurement Division told me that 
the- Agency was going to accept these units 


It is Mr. [ 


reject the*??” ¥i » th ^^^^paJtiSs^ol^to 
concept, any attempt to order additional safes 

tionai ^T ald 5® sult in the delivery of addi- 
tional HiHside safes. Therefore, to meet existing 

issue tht 5^ 1 te ?, had ?° choice but to accept and g 
issue the Hillside units. H 
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(b) Original Statement 

"I received a phone call fro m Chief, Materiel 
Facilities Branch . l~ I telling me ’to 

forget the meeting at the Pentagon with DOD, it had 
been cancelled’." 


It is Mr. 
then Mr. [ 


ago and is not now in the immediate area. 


] recollection that the Chief, MFB was 
] who retired some four or five years 


Mr. 


I stated that he did not wish to imply that the 
meeting was cancelled under questionable circumstances. He 
merely wished to state that it was cancelled for reasons 
that he is unaware. He stated that at the time he accepted 
the cancellation as one of those things, i.e., conflict with 
other meetings, illness or possibly a security issue. 


Chie 


£ 


Supply Division, OL 
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